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ial An abbreviated version of this protocol was published in eLIFE in Jan 2019 
High-throughput synapse-resolving two-photon fluorescence microendoscopy for deep-brain volumetric imaging in vivo 


DOI: 10.7554/eLife.40805 


Related files 


SOP_Stereotaxic Surgery for In Vivo Imaging Mouse.pdf Y 


How to cite:(Readers should cite both the Bio-protocol preprint and the original research article where this protocol was used) 
1. Aponte, Y. (2020). Lateral hypothalamus surgery. Bio-protocol Preprint. bio-protocol.org/prep720. 


2. Meng, G., Liang, Y., Sarsfield, S., Jiang, W., Lu, R., Dudman, J. T., Aponte, Y. and Ji, N.(2019). High-throughput synapse-resolving two-photon 
fluorescence microendoscopy for deep-brain volumetric imaging in vivo. eLIFE. DOI: 10.7554/eLife.40805 


Copyright: Content may be subjected to copyright. 


